while the area is valid as a sukkah, it is not valid for sleeping, 
[that is, for use in the way in which the sukkah is supposed to 
be used].” 


[H] [Reverting to Yosé’s claim that Hiyya’s rules may be 
derived from the present Mishnah’s laws, we shall now 
object that the parallel is not germane. There is a special 
reason that, in the case of a gap of sukkah roofing between 
the wall and the roof of four cubits, the roofing is invalid.] 
Hezekiah said, “It is because it appears like a crooked wall. 
[Then invalid roofing invalidates at a measure of four 
cubits even in the case of a large sukkah, as at M. 1:11D- 
F.T” 


[I] R. Hoshaiah taught, “It is because it appears like a 
crooked wall. 


[J] R. Ba, R. Hiyya in the name of R. Yohanan: “It is 
because it appears like a crooked wall.” 


[K] R. Zeirah, R. Yosé in the name of Kahana: “It is 
because it appears like a crooked wall.” 


[L] Ln regard to all of these formulations,] said R. Jonah 


to R. Yosé, “And why do we not say, ‘It is because 
invalid sukkah-roofing invalidates only at a measure of 
four cubits’ ?” 


1:12 
[A] He who makes his sukkah in the shape of a cone or who leaned it up 
against a wall — 
[B] R. Eliezer declares it invalid, 
[C] because it has no roof. 
[D] And sages declare it valid. 
[E] A large reed-mat, 


[F] [if] one made it for lying on, is susceptible to uncleanness, and [so] 
they do not make sukkah roofing out of it. 


[G] [If one made it] for sukkah roofing, they make sukkah roofing out of 
it, and it is not susceptible to uncleanness. 


[H] R. Eliezer says, “All the same are a small one and a large one: 


[I] “[if] one made it for Lying on, it is susceptible to uncleanness, and they 
do not make sukkah roofing out of it. 


